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SILVER SPRING, MARYLAND 20910 
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PROFESSIONAL POWER AMPLIFIER 
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Transient free turn-on and turn-off « Toroidal mains power transformer « New Circuitry featuring | 


low noise discrete matched differential amplifier input « New Chassis design featuring improved thermal performance | 


¢ Individual front panel detented gain controls « 25 watts per channel (8 ohms, 20Hz-20kHz, 0.10% maximum 


THD); 75 watts monaural « Full complementary output devices with full 150 watt dissipation « Front panel 


headphone jack e Easy access stereo/mono switch « Separate circuit and chassis grounding rear 


panel barrier strip « Convertible 120V/240V (or 100V/220V) A.C. power 
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